The  Congregational  Church,  Windsor,  Conn, 

The  Society  was  formed  In  Plymouth,  England,  In  1630;  moved  to  Dorchester, I 
Mass   and  from  thence  to  Windsor  in  1654 
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Place. 
Stamp  Here 

Domestic 

ONE  CfcNT 

Foreign 
Two  Cents 


